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UNCLASSIFIED 

PAGE 01 IAEA V 01826 081829Z 

43 

ACTION OES-05 

INFO OCT-01 10-11 ISO-00 ACDA-10 CIAE-00 INR-07 L-03 

NSAE-00 NSC-05 EB-07 NRC-07 FEAE-00 DODE-00 /056W 

045528 

P081733Z MAR 76 
FM USMISSION IAEA VIENNA 
TO SECSTATE WASHDC PRIORITY 7191 
INFO USERDA GERMANTOWN PRIORITY 

UNCLAS IAEA VIENNA 1826 

DEPT PASS lO/SCT AND NRC 

E.O. 11652: N/A 
TAGS: IAEA, TECH 

SUBJECT: IAEA NUCLEAR SAEETY PROGRAM 

REP: AMMONS/GABBERT TELCON MARCH 5 

1. AGENCY ADVISES THAT TITLES FOR SAFETY GUIDES 
MENTIONED REFTELCON HAVE NOT RPT NOT YET BEEN 
ASSIGNED. FURTHER, AGENCY ADVISES THAT TITLE FOR 
SAFETY GUIDE D-7 HAS ALSO NOT RPT NOT YET BEEN 
ASSIGNED, ALTHOUGH THERE IS APPARENTLY A 

LIST SHOWING TITLE AS "REACTOR CORE." THIS IS INCORRECT. 

2. ADDITIONAL COPIES OF AGENCY’S LIST OF MEETINGS 
AND CONFERENCES IN ATOMIC ENERGY ARE AVAILABLE AT 
HALF-PRICE, I.E. $1.75 PER COPY. REGRET ADDITIONAL 

FREE COPIES NOT RPT NOT AVAILABLE. SIX COPIES OF FREE DIS- 
TRIBUTION MADE AVAILABLE TO MISSION ARE NORMALLY POUCHED AMMONS/ 
ERDA.STONE 
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Message Attributes 


Automatic Decaptioning: X 
Capture Date: 01 JAN 1994 
Channei indicators: n/a 
Current Classification: UNCLASSIFIED 

Concepts: PUBLICATIONS, NUCLEAR SAFETY, PUBLICATIONS PROCUREMENT 

Control Number: n/a 
Copy: SINGLE 
Draft Date: 08 MAR 1976 
Decaption Date: 01 JAN 1960 
Decaption Note: 

Disposition Action: n/a 
Disposition Approved on Date: 

Disposition Authority: n/a 
Disposition Case Number: n/a 
Disposition Comment: 

Disposition Date: 01 JAN 1960 
Disposition Event: 

Disposition History: n/a 
Disposition Reason: 

Disposition Remarks: 

Document Number: 1976IAEAV01826 

Document Source: CORE 

Document Unique ID: 00 

Drafter: n/a 

Enclosure: n/a 

Executive Order: N/A 

Errors: N/A 

Film Number: D760087-0664 
From: IAEA VIENNA 

Handling Restrictions: n/a 
Image Path: 

ISecure: 1 

Legacy Key: linki 976/newtext/t1 9760385/aaaacwzc.tel 

Line Count: 48 

Locator: TEXT ON-LINE, ON MICROFILM 
Office: ACTION OES 
Original Classification: UNCLASSIFIED 
Original Handling Restrictions: n/a 
Original Previous Classification: n/a 
Original Previous Handling Restrictions: n/a 
Page Count: 1 

Previous Channel Indicators: n/a 
Previous Classification: n/a 
Previous Handling Restrictions: n/a 
Reference: n/a 

Review Action: RELEASED, APPROVED 
Review Authority: ShawDG 
Review Comment: n/a 
Review Content Flags: 

Review Date: 30 MAR 2004 
Review Event: 

Review Exemptions: n/a 

Review History: RELEASED <30 MAR 2004 by ellisoob>; APPROVED <21 DEC 2004 by ShawDG> 

Review Markings: 

Margaret P. Grafeld 
Declassified/Released 
US Department of State 
EO Systematic Review 
04 MAY 2006 


Review Media Identifier: 

Review Referrals: n/a 
Review Release Date: n/a 
Review Release Event: n/a 
Review Transfer Date: 

Review Withdrawn Fields: n/a 
Secure: OPEN 
Status: NATIVE 

Subject: IAEA NUCLEAR SAFETY PROGRAM 
TAGS: TECH, US, IAEA 
To: STATE 
Type: TE 

Markings: Margaret P. Grafeld Declassified/Released US Department of State EO Systematic Review 04 MAY 2006 


Margaret P. Grafeld Declassified/Released US Department of State EO Systematic Review 04 MAY 2006 



